253 7 Regent St., Apt. 202 
Berkeley, Calif, 9^704 
June 23, 1969 

Gary Schoener 

Box 392 Mayo Hospital 

Minneapolis ,- Minn . 55^55 


Dear Gary, 

t 

Your letter of 6/20 s Thanks for the copies of the letters to Fred and 
David, I am sure that you won't object if I stay out of this. 

I checked my files again; X can't find CD 1330 (Kara-P) and do not 
recall ever seeing it. 

Thanks for the Weaver photo, and the N.O. memos (which I have copied 
and am returning.) 

No specific suggestions on what to do in Dallas. There might still be 
many people with stories that haven't come out. (Ex-cops?) It might be worthwhile 
to try to contact the local underground paper (if any), and other "movement" people. 

lour letter of 6/21; Lifton should be sending me a large batch of Xerox 
copies from microfilm (including, perhaps, the ONI file) and I will of course 
make further copies available. 

I just got a copy of Forman's work on the angle of the first shot. His 
explanation for the discrepancies in the reported location of the back wound 
seems convincing. The argument about the required lateral angle for a shot 
passing through is not quite as conclusive in my mind. . Have you checked it out? 

Has he revised or expanded his opinions in light of the Panel report? If his 
arguments £2> hold up they are, obviously, most important. 

On the N.O. trial transcript; I don't know if it is worth $ 2500. I was 
concerned that the tapes or notes or whatever would be lost or destroyed. 

If you could send me lots of N.O. stuff, I would copy and return immediately. 
Unless you specify otherwise, X will assume it is for me, Hal, and Jim only. If you 
ever have large batches of stuff to be sent to other people, it might save money to 
have the copies'.' made here. (It is little trouble for me.) 

Your comments oh my analysis of Fred's "Last Train”; (1) Yes, I sent it to Fred 
no reply yet. (2) True, but this sort of thing is deceptive. Does the train look 
even far enough away to be on the nearest spur? ( 3 - 6 ) Agreed. 


Sincerely, 

7 


cc; HW 



